5.62 


2.1 


2.75 



4.75 


1.00 


.225 


.150 


.250 


SYM. CL 


2.926 


269T9231 


.112 


R1.625 


4X R.01 


.00 
.508 


.503 


.508 


.503 


ENGRAVE T/N, S/N, 


"MADE IN USA" 


5.114 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.XX 


.010 


.03 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 


2 




DESCRIPTION 


-1 


PART # 


WRENCH 
1 


OR SPECIFICATIONS 


4 x 5.75 x 1/4 


MATERIAL 


4130 


B/O INFORMATION 


QTY 


ASSY 


FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON MODEL 


SCHWEIZER 
QTY 


ASSY 


# 


ASSY 


M/R DROOP STOP NUT SPANNER WRENCH 


NOTE: 


TOOL USED ON 269A1340 NUT. 


2 
ADDED NOTE TOOL USED ON 267A1340 NUT TO SHEET. DELETED NOTE CUT 



HOLE. CH'D TITLE WAS WRENCH 269A1340 NUT IS M/R DROOP STOP NUT 


SPANNER WRENCH. 


4/28/14 
DPD 
GE 


2.75 



4.75 


1.00 


.225 


SYM. CL 


2.926 


269T9231 


.112 


R1.625 


.508 


.503 


ENGRAVE T/N, S/N, 


"MADE IN USA" 


? 


COLE 


9-15-03 


PART # 


USED ON MODEL 


PART # 
QTY 


-1 
1 


DESCRIPTION 


1 of 1 


DRAWN BY: 


CHECKED 


DIMENSIONS ARE IN INCHES 


HEAT 


TREAT 


SPEC 


FINISH 


UNLESS OTHERWISE SPECIFIED 



.03 


.1 


.010 


.XX 


.X 


.XXX 


DECIMALS 


UNLESS OTHERWISE SPECIFIED 


1. BREAK ALL SHARP EDGES 


TOLERANCES ON: 


NTS 




NOT APPROVED FOR PRODUCTION 


